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A Single-Gate MOS-FET Preamplifier 
For the 2-Meter Band 


By R. M. Mendelson, W2OKO 


RCA Electronic Components* 


RCA MOS insulated-gate field-effect transistors are N-channel, depletion-type silicon de- 
vices, and are available in both single-gate and dual-gate types. Both types offer the advantages 
of extremely high input resistance, low input capacitance, very low feedback capacitance, high 
forward transconductance, and low noise at very high frequencies. Because of their insulated- 
gate construction, these devices have extremely low leakage currents which are relatively in- 
sensitive to temperature variations. In addition, their drain currents have a negative temperature 
coefficient which makes “thermal runaway” virtually impossible. 

In the preceding issue of “Ham Tips” (November, 1968), Authors D. W. Nelson, WB2EGZ, 
and G. E. Yewdall, W2DMR, discussed the use of a dual-gate device in the construction of an 
MOS-FET preamplifier for the 10-meter band. R. M. Mendelson, W2OKO, now offers the radio 
amateur a choice of two single-gate types, either of which may be successfully employed for 
construction of an MOS-FET preamplifier affording excellent coverage of the 2-meter band. 


The major disadvantage of bipolar tran- 
sistorized RF amplifiers is their poor cross- 
modulation characteristics; an otherwise 
excellent, high-gain, low-noise amplifier can 
be useless in a reception area with strong 
local signals. Today, this handicap can be 
easily overcome by utilizing the superior 
performance qualities of the RCA metal- 
oxide - semiconductor (MOS) field - effect 
transistor. For example, two single-gate 
types —the RCA-3N128 and RCA-40467A 
— demonstrate (at maximum gain) cross- 
modulation characteristics equal to or bet- 
ter than those of the best vacuum tubes. 
Because these types have noise figures in 
the order of 3.5 dB at 200 MHz, they are 
Figure 1: Exterior view of W2OKO preamplifier ideal for 2-meter operation. Their small size, 
shows how brass-plate chassis is mounted on instant startup, excellent reliability, and 


top of the minibox. Call-outs indicate locations i % 2 
of the two tuning capacitors, the MOS field-effect minimum power requirements (12.6 volts at 


transistor, and the coaxial jack. 5 milliamperes) are additional features 
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which help meet the requirements of a high- 
quality preamplifier. 

The circuit described in this article is a 
single-stage preamplifier that may be used 
ahead of an existing 2-meter converter or 
as the input stage of a new solid-state con- 
verter. As illustrated in the Figure-2 sche- 
matic diagram, the circuit is straightforward 
and unburdensome, and use of the full- 
scale template (Figure 3) should expedite 
its completion in a few hours. 


Construction 


By following the illustrated layout, builders 
should be able to avoid any difficulty and 
at the same time find it relatively simple to 
align the preamplifier. Use of a copper or 
brass plate for the chassis will provide a 
good, solderable RF ground. This brass- 
plate chassis serves as the cover of a mini- 
box from which a top section has been cut 
out. If coils are wound as specified and 
then mounted close to the tuning capaci- 
tors, no problem should be encountered in 
tuning the preamplifier to cover the full 4- 


C,, C;—0.5-5 picofarads, tubular 
trimmer (Erie 532-3R or equiv.) 


C,— 500 picofarads, silver button 
(Erie 662-003-501K or equiv.) 


C,— 25 picofarads, silver button 
(Erie 662-003-250 or equiv.) 


C;— 1,000 picofarads, ceramic disc 
(Centralab DD-102 or equiv.) 


C,— 3.3 picofarads, ceramic tub- 
ular (Centralab TCZ-3R3 or equiv.) 


short turns 


total length 


J,, Jg — BNC-type coaxial jack 


L, — 3 turns, No. 16 bare wire, %4- 
inch diameter, spaced to 12 inch 


megahertz range of the 2-meter band. 

One special precaution must be observed 
when handling any MOS field-effect trans- 
sistor; the leads must be shorted together 
until the device is plugged into its socket 
or soldered into place. Neglect of this pro- 
cedure may result in permanent damage to 
the transistor from electrostatic discharge. 
After the device is in the socket, the pos- 
sibility of damage by electrostatic dis- 
charge is very remote because of relatively 
low impedance paths between the transistor 
elements. MOS-FET’s are factory-packaged 
with thin, bare, protective wiring which 
shorts the leads. Similar-type wiring should 
be wrapped around the leads prior to wir- 
ing, and should not be removed until solder- 
ing is completed. If it becomes necessary 
to remove a device from a socket, the short- 
ing wire should be replaced prior to re- 
moval. No power should be applied to the 
circuit while the transistor is being inserted 
into or removed from its socket, and no 
soldering should be performed at the socket 
while the device is plugged in. 


+12.6V 


Q,— MOS field-effect transistor, 
RCA-40467A or RCA-3N128 


R, — 270 ohms, % watt 


L,; — 5 turns, No. 16 bare wire, %4- 
inch diameter, close-spaced; tap 
1 turn up from bottom; do not 


Miscellaneous — One power socket 
(Jones P302AB or equiv.); one 
transistor socket with four con- 
tacts; one brass plate 2% by 2 
inches; one minibox 234 by 2% 
by 158 inches (Bud CU3000A or 


L; — RF choke, 1 microhenry equiv.). 


Figure 2: Schematic diagram and parts list for 2-meter preamplifier circuit. 
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Figure 3: Full-scale drilling template for brass-plate chassis and two sides of minibox. 


SIDE OF MINIBOX 


Preamplifier Alignment 


Alignment of the MOS-FET preamplifier 
can be accomplished without test equip- 
ment and consists solely of two screwdriver 
adjustments. First, the preamplifier is con- 
nected to the antenna and 2-meter con- 
verter, and power is applied. The 12.6-volt 
power supply can vary one volt either way 
without ill effects. This power may be ob- 
tained from the same source that feeds the 
solid-state converter; from the cathode of 
the audio-output stage of the communica- 
tions receiver; from a suitable voltage di- 
vider to any positive power point in the 
receiver; or even from a battery. These 
power sources have been detailed by the 
author in a previous issue of “Ham Tips” 
(see footnote reference below). 

Next, a signal near 145 MHz is tuned in 
and the antenna-tuned circuit is peaked for 
maximum signal. If no maximum can be 
found, the coil turns should be either 
squeezed closer or spread slightly apart 
until peaking occurs. The maximum will not 
be too sharp since the circuit will pass the 
full 4-MHz range of the 2-meter band. A 


“All Transistor Two-Meter Converter,’ Vol. 26, No. 1, 
Winter, 1965-66. 


h-, 


signal near 147 MHz is then tuned in, and 
the tuning steps repeated at the output cir- 
cuit. After the preamplifier is checked for 
even gain across the band, the job is done. 

If strong local signals have been blocking 
your solid-state converter, your troubles are 
ended. You now have an MOS-FET pream- 
plifier that gives you an improved noise 
figure, generally better reception, and main- 
tenance-free performance. 


SOCKET FOR Q; 


Figure 4: Interior view of assembled preamplifier 
showing location of all components. Note that 
short, straight leads are used to obtain good 
VHF operation. 
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RCA HAM TIPS is published = 6 
by the Electronic Components "8 
; operation of RCA, Harrison, + © 
- New Jersey. It is available ° "7 


free of charge from partici- 
pating RCA Industrial Distrib- 
utors. It is also available on a 


BARBEY CO., <INC. 


two-year subscription basis 
($1 for eight issues to cover 
costs of handling and mail- 
ing). Please make check or 
money order payable to RCA, 
and remit to “RCA, Section 
882, Harrison, N. J. 07029.” 


GEORGE D. 
Reading 
Lancaster 


Information furnished by RCA is believed to be accurate and 
reliable. However, no responsibility is assumed by RCA for 
its use; nor for any infringements of patents or other rights 


ORO a he, of —aeovmee f 

‘ oz PDs, te — , ——~ 

Q ff? Y =. 4 ee al 4 es rY cy + A nr! € 
< zz o* stl § PUSTAGEI« 
me ied WE Ud FUOTAULI® 
rs 1% wy Ry Fs. 
+ : if. a. & 
=< O ;> we al | | « 
oe jr 4a ei nw A® ix 


of third parties which may result from its use. No license is 
granted by implication or otherwise under any patent or pat- 
ent rights of RCA. 


Recalled by Popular Demand... 


The RCA 
Amateur Radio 
Tie Clip! 


Handsomer than ever, the new, 

superbly designed RCA Amateur Radio 

Tie Clip (1G1242) features a miniature 

code key, reproduced in authentic, 
three-dimensional detail and finished in 
22-karat gold. The miniature code key 

bears a discrete new RCA monogram, 

and is mounted on a gleaming, 12-inch 
hand-polished bar which offers ample 

room for the wearer to add his station | 
call letters. Each tie clip comes 

packaged in a gray felt bag and white 

jewel box. 


Available in 
Mid-January, 1969 
From Participating 
RCA Distributors 


